Approved For Rc£se 2ft02/08/28.I.CJA;:BRR3JB005^9RMM0006003^-^ i .. w 

5 «-~~j rrr w ~' m 

DArs , ±2402 14 MAR 
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to ! DIRECTOR 

FR53 : 


!.cnor?: OPS jff-2- 3-4) 


: S/C (5) 
RAS 


25X1 A 

TORS 

1240Z 14 MAR 60 

25X1 A 
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IN 20250 

T3 


iKFO Qpjy 


CITE 


3691 


TSMF STEP 


25X1 A 


REQUEST FINAL WINDS FOR OPERATION TIME STEP EXECUTION BE FOR' 
WARDED NOT LATER THAN 4 i/2 HOURS BEFORE SCHEDULED TAKEOFFo RE 
WEATHER MSG CONTROL MANUAL 9 MAR 59 


PARA 7o ON THE 


25X1 A 


LAST OPERATION THIS MSG DID NOT ARRI VE 0 IT MUST BE RECEIVED 
WITHIN THE REQUIRED TIME IN ORDER TO FINALIZE CELESTIAL COMPO 
TAT I ON So 

END OF MESSAGE 





